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i a i Professional Oven Test 

Thermometer 

Used by professional bakers, cooks, and service engi- 
neers to determine oven temperature with maximum 
accuracy. 

For Best Results: 

When baking or roasting it is important to know how 
accurate your oven is and how evenly it heats. Oven 
temperatures can be in error up to 1 00°F and oven 
accuracy can change over time. Worn door seals or 
oven insulation can result in an unevenly heated oven. 
Use the OT600 to measure your oven temperature 
and know what corrections must be made to your 
heat settings. 

Instructions: 

1 . Unfold the cover of the OT600 as far backwards as 
it will go. The cover will become the base of the 




Open for 

Use 


OT600 when it is in use. 


Closed for 
Storage 


2. Place the OT600 in the center of the oven. Set the 
oven control to the desired test temperature. Let the 
oven cycle ON and OFF twice to stabilize 
temperature. 

3. Read the temperature on the OT600. If the OT600 
reads higher than the setting on the oven thermo 
stat, lower the control setting by the same amount. 
If the OT600 reads lower than the setting on the 
oven thermostat, raise the control setting by the 
same amount. For example: If the oven is set to 
350°F and the OT600 reads 325°F, increase the 
oven control to 375°F. Repeat step 2 to check 
accuracy. 

4. After use, the OT600 will be HOT - let it cool 
before handling it. Close the cover of the OT600 
before storing. 


FREE 23-page booklet on 
"TEMPERATURE - THERMOMETER - TIPS." 

Send a self-addressed stamped envelope to 
CDN Customer Service 
PO Box 10947, Portland, OR 97296. 


5 Year Limited Warranty: Any instrument that 
proves to be defective in material or workmanship 
within five years of original purchase will be 
repaired or replaced without charge upon receipt 
of the unit prepaid at the address listed to the 
right. This warranty does not cover damage in 
shipment or failure caused by tampering, obvious 
carelessness or abuse. 
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